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re: two devastating complications of carpal tunnel 
surgery (Ashbell) 1992;29:380 (Letter) 

verification of the pressure provocative test in carpal 
tunnel syndrome (Williams et al) 1992;29:8 

Case reports 

abdominoplasty following colostomy (Widgerow) 
1992;29:454 

adipofascial (anterior rectus sheath) flaps for breast 
reconstruction (Sakai et al) 1992;29:173 

benign mesodermal tumors producing nasal 
deformity (Placik et al) 1992;29:446 

cleft lip repair by soft-tissue expansion (Sagehashi) 
1992;29:164 

comprehensive correction of the craniofacial 
deformity in achondroplastic dwarfism (Denny 
et al) 1992;29:550 

dorsal thoracic fasciocutaneous flap salvage of 
the failed transverse rectus abdominis 
musculocutaneous flap (Hallock) 1992;29:257 

expanded midline forehead flap for coverage of 
nonnasal facial defect (Denny) 1992;29:576 

extended latissimus dorsi musculocutaneous flaps for 
extremely wide cervical skin defects involving the 
cervical esophagus (Koshima et al) 1992;29:149 

functional reconstruction for severe postburn 
microstomia (La Trenta et al) 1992;29:178 

intrathoracic application of the transverse rectus 
abdominis musculocutaneous flap (Hallock) 1992; 
29:357 

long-term follow-up on the use of soft-tissue 
expansion for shoulder reconstruction (Mackinnon 
and Patterson) 1992;29:170 

lower facial recontouring in craniofacial asymmetry 
(Eppley et al) 1992;29:464 

massive pharyngocutaneous fistulae: salvage with 
two-layer flap closure (Peat et al) 1992;29:153 

microsurgical free flap transfer in sickle cell disease 
(Richards et al) 1992;29:278 

misdiagnoses: a timely reminder (Marshall and 
Leggett) 1992;29:444 
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mucosal malignant melanoma of the paranasal 
sinuses (Joughin et al) 1992;29:353 

nasolabial rhomboid flap (Lawrence) 1992;29:269 

penicillamine-induced pseudoxanthoma elasticum- 
like skin changes requiring rhytidectomy (Narron 
et al) 1992;29:367 

penile replantation after self-inflicted amputation 
(Sanger et al) 1992;29:579 

philtral fistula in median cleft lip: cause and effect or 
coincidence? (Eppley et al) 1992;29:263 

prediction of nipple viability following reduction 
mammoplasty using laser Doppler flowmetry 
(Hallock) 1992;29:457 

reconstruction of facial contour deformity with the 
buccal fat pad flap (Herring) 1992;29:450 

restoration of the mandible by full-thickness calvarial 
bone flap (Kamiji et al) 1992;29:438 

self-inflicted midline facial gunshot wounds: the case 
for a combined craniofacial and microvascular 
team approach (Denny et al) 1992;29:564 

squamous cell carcinoma following breast 
augmentation, with invited discussions by Brand 
and Rice (Paletta et al) 1992;29:425 

tire explosion injuries to the upper extremity 
(Matloub et al) 1992;29:559 

tissue expansion in a patient with extensive nevus 
comedonicus (Marcus et al) 1992;29:362 

tissue expansion of sensate skin for pressure sores 
(Neves et al) 1992;29:433 

toxic shock syndrome following latissimus dorsi 
musculocutaneous flap breast reconstruction 
(Gosain and Larson) 1992;29:571 

transfer of an inferior rectus abdominis 
myocutaneous flap following enterostomy 
(Sonderman et al) 1992;29:585 

true aneurysm of a collateral branch of a proper 
digital artery (Trabulsy and Leitner) 1992;29:161 

umbilical endometriosis (Igawa et al) 1992;29:266 

upper extremity aneurysm in infants (Itoh et al) 
1992;29:157 

use of an inferiorly based rectus muscle flap in flank 
wound coverage (Bentivegna and Greenberg) 1992; 
29:261 

use of bifid nasolabial flaps in the reconstruction of 
the nose and columella (Ozkus et al) 1992;29:461 

use of Gore-Tex soft tissue patch to assist temporal 
muscle transfer in the treatment of facial nerve 
palsy (Iwahira and Maruyama) 1992;29:274 

utility of the inferior gluteal vessels in free flap 
coverage of sacral wounds (Anthony et al) 1992;29: 
371 

Certification 

re: recertification (Hallock) 1992;29:189 (Letter) 

Cervical esophagus; see Esophagus 

Cheiloplasty 

cleft lip repair by soft-tissue expansion (Sagehashi) 
1992;29:164 (Case report) 

Child 

midfacial fractures in the pediatric population 
(Thaller and Huang) 1992;29:348 

universal nose of early childhood: nature’s aid in 





understanding the supratip deformity and its 
correction, with invited comment by Peck 
(Labrakis) 1992;29:55 

Cholecystectomy 

abdominoplasty combined with other intraabdominal 
procedures (Gemperli et al) 1992;29:18 

Chondromucosal sleeve 

chondromucosal sleeve for the secondary correction 
of the unilateral cleft lip nasal deformity 
(Kirschbaum and Kirschbaum) 1992;29:402 

Cleft lip 

chondromucosal sleeve for the secondary correction 
of the unilateral cleft lip nasal deformity 
(Kirschbaum and Kirschbaum) 1992;29:402 

cleft lip repair by soft-tissue expansion (Sagehashi) 
1992;29:164 (Case report) 

philtral fistula in median cleft lip: cause and effect or 
coincidence? (Eppley et al) 1992;29:263 (Case 
report) 

Cluster analysis 

coverage of widely separate defects of the lower 
extremity: application of cluster analysis (Yousif 
et al) 1992;29:512 

Colostomy 

abdominoplasty following colostomy (Widgerow) 
1992;29:454 (Case report) 

Columella 

use of bifid nasolabial flaps in the reconstruction of 
the nose and columella (Ozkus et al) 1992;29:461 
(Case report) 

Composite flaps; see Flaps, composite 

Computed tomography 

computed tomography versus standard radiography 
in the assessment of fractures of the mandible 
(Creasman et al) 1992;29:109 

Congenital defects; see Abnormalities 

Coronal incision 

advantages of the postauricular coronal incision 
(Posnick et al) 1992;29:114 

Cost-benefit analysis 

costs and complications in mandibular 
reconstruction (Kroll et al) 1992;29:341 

Craniofacial asymmetry; see Facial asymmetry 

Craniofacial deformities; see Abnormalities 


Decubitus ulcer 

recombinant human platelet-derived growth factor- 
BB for the treatment of chronic pressure ulcers 
(Robson et al) 1992;29:193 

tissue expansion of sensate skin for pressure sores 
(Neves et al) 1992;29:433 (Case report) 

Deepithelialization 

laser deepithelialization of the transverse rectus 
abdominis musculocutaneous flap (Hallock and 
Rice) 1992;29:309 

Dental abscess 

dentocutaneous fistula (Marasco et al) 1992;29:205 

Dentocutaneous fistula; see Fistula 

Depilatories 

hair removal by a depilatory does not affect survival 
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in rodent experimental flaps (Angel et al) 1992;29: 
297 

Dermabrasion 

use of a contained breathing apparatus to isolate the 
operator and assistant for aerosolizing procedures 
including dermabrasion and laser surgery (Weber 
and Wulc) 1992;29:182 (Short subject) 

Dermal grafting; see Skin transplantation 

Dermoglandular flaps; see Flaps, dermoglandular 

Diabetes mellitus 

electrical nerve stimulation improves healing of 
diabetic ulcers (Lundeberg et al) 1992;29:328 

influence of diabetes on free flap tansfer: I. flap 
survival and microvascular healing (Cooley et al) 
1992;29:58 

influence of diabetes on free flap transfer: II. the 
effect of ischemia on flap survival (Cooley et al) 
1992;29:65 

Diagnostic errors 

misdiagnoses: a timely reminder (Marshall and 
Leggett) 1992;29:444 (Case report) 

Digital artery 

true aneurysm of a collateral branch of a proper 
digital artery (Trabulsy and Leitner) 1992;29:161 
(Case report) 

Disease models, animal 

epigastric fat transfer: an alternative free flap model 
in the rat (Eppley et al) 1992;29:293 

venous thrombosis technique for experimental 
thrombolytic therapy (Eppley et al) 1992;29:417 

viability of revascularized calvarial bone graft in a 
pig model (Fukuta et al) 1992;29:136 

Dislocations 

eminectomy for the treatment of chronic subluxation 
and recurrent dislocation of the temporomandib- 
ular joint and a new method of patient evaluation 
(Sens6z et al) 1992;29:299 

Doppler flowmetry; see Flowmeters 

Drill 

biomechanical efficacy of an oscillating K-wire driver 
(Nichter et al) 1992;29:289 

Dwarfism 

comprehensive correction of the craniofacial 
deformity in achondroplastic dwarfism (Denny 
et al) 1992;29:550 (Case report) 


Editorials 

about face (Morain) 1992;29:1 (Message from 
incoming editor) 

editor’s perch (Morain) 1992;29:284 

of elephants and periprosthetic cancers (Morain) 
1992;29:474 

guest editor’s introduction to the Medical College of 
Wisconsin issue (Larson) 1992;29:481 

Natvig’s blanket (Morain) 1992;29:587 

on not putting out the sacred fires (Constantian) 
1992;29:378 

power and the breast implant (Morain) 1992;29:187 

Electrical nerve stimulation 

electrical nerve stimulation improves healing of 
diabetic ulcers (Lundeberg et al) 1992;29:328 
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Eminectomy 

eminectomy for the treatment of chronic subluxation 
and recurrent dislocation of the temporomandib- 
ular joint and a new method of patient evaluation 
(Sens6z et al) 1992;29:299 

Endometriosis 

umbilical endometriosis (Igawa et al) 1992;29:266 
(Case report) 

Enterostomy 

transfer of an inferior rectus abdominis 
myocutaneous flap following enterostomy 
(Sonderman et al) 1992;29:585 (Case report) 

Epigastric fat 

epigastric fat transfer: an alternative free flap model 
in the rat (Eppley et al) 1992;29:293 

Equipment and supplies 

biomechanical efficacy of an oscillating K-wire driver 
(Nichter et al) 1992;29:289 

creating a hyperbaric oxygen treatment unit in a 
major medical center: a personal experience 
(Kindwall) 1992;29:543 

facial video image processing: standard facial image 
capturing, software modification, development of a 
surgical plan, and comparison of presurgical and 
postsurgical results (Mattison) 1992;29:385 

re: a new infiitration needle for rapid local anesthesia 
in retromammary breast augmentation (Baeke) 
(Letter); (Brandy) (Reply) 1992;29:380 

Esophagus 

extended latissimus dorsi musculocutaneous flaps for 
extremely wide cervical skin defects involving the 
cervical esophagus (Koshima et al) 1992;29:149 
(Case report) 

total reconstruction of the hypopharynx and cervical 
esophagus: a 20-year experience (Carlson et al) 
1992;29:408 

Explosions 

tire explosion injuries to the upper extremity 
(Matloub et al) 1992;29:559 (Case report) 

Extensor digitorum brevis muscle 

reconstruction of the distal foot dorsum with a 
distally based extensor digitorum brevis muscle 
flap (Kurata et al) 1992;29:76 (Case report) 

External reservoir 

tissue expansion in the extremities using external 
reservoirs, with invited comment by Van Beek 
(Meland et al) 1992;29:36 

Extremities; see also Arm; Leg 

pedicle scapular apophysis transplantation in 
congenital limb malformations (Teot et al) 1992;29: 
332 

tissue expansion in the extremities using external 
reservoirs, with invited comment by Van Beek 
(Meland et al) 1992;29:36 


Face 

expanded midline forehead flap for coverage of 
nonnasal facial defects (Denny) 1992;29:576 (Case 
report) 

facial video image processing: standard facial image 
capturing, software modification, development of a 
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surgical plan, and comparison of presurgical and 
postsurgical results (Mattison) 1992;29:385 

improving the acute nasolabial angle and medial 
nasolabial fold by levator alae muscle resection 
(Pessa) 1992;29:23 

reconstruction of facial contour deformity with the 
buccal fat pad flap (Herring) 1992;29:450 (Case 
report) 

soft-tissue reconstruction of the face: a comparison of 
dermal-fat grafting and vascularized tissue transfer 
(Mordick et al) 1992;29:390 

Facelift 

secondary rhytidoplasty (Cardoso de Castro and 
Braga) 1992;29:128 

Facial asymmetry 

lower facial recontouring in craniofacial asymmetry 
(Eppley et al) 1992;29:464 (Case report) 

Facial injuries 

midfacial fractures in the pediatric population 
(Thaller and Huang) 1992;29:348 

re: facial soft-tissue trauma secondary to automobile 
air bag injury (Cocke) 1992;29:285 (Letter) 

self-inflicted midline facial gunshot wounds: the case 
for a combined craniofacial and microvascular 
team approach (Denny et al) 1992;29:564 (Case 
report) 

Facial paralysis 

use of Gore-Tex soft tissue patch to assist temporal 
muscle transfer in the treatment of facial nerve 
palsy (Iwahira and Maruyama) 1992;29:274 (Case 
report) 

Fascia 

characteristics of prosthetic mesh and autogenous 
fascia in abdominal wall reconstruction after 
prolonged implantation (Matloub et al) 1992;29:508 

Fasciocutaneous flaps; see Flaps, fasciocutaneous 

Fat transplantation 

epigastric fat transfer: an alternative free flap model 
in the rat (Eppley et al) 1992;29:293 

reconstruction of facial contour deformity with the 
buccal fat pad flap (Herring) 1992;29:450 (Case 
report) 

soft-tissue reconstruction of the face: a comparison of 
dermal-fat grafting and vascularized tissue transfer 
(Mordick et al) 1992;29:390 

Fiberoptics 

percutaneous photocoagulation of deep vascular 
lesions using a fiberoptic laser wand (Alani and 
Warren) 1992;29:143 

Fibroblasts 

re: antiseptic effectiveness with fibroblast 
preservation (Lineaweaver) (Letter); (McKenna) 
(Reply) 1992;29:190 

Fine needie aspiration; see Biopsy, needle 

Finger 

true aneurysm of a collateral branch of a proper 
digital artery (Trabulsy and Leitner) 1992;29:161 
(Case report) 

Fistula 

dentocutaneous fistula (Marasco et al) 1992;29:205 

massive pharyngocutaneous fistulae: salvage with 





two-layer flap closure (Peat et al) 1992;29:153 (Case 
report) 

philtral fistula in median cleft lip: cause and effect or 
coincidence? (Eppley et al) 1992;29:263 (Case 
report) 

Flank wound; see Hip, injuries 

Flaps, adipofascial 

adipofascial (anterior rectus sheath) flaps for breast 
reconstruction (Sakai et al): 1992;29:173 (Case 
report) 

clinical application of the adipofascial turnover flap 
in the leg and ankle (Lai et al) 1992;29:70 (Case 
report) 

Flaps, arterial 

occipital artery flap for transfer of hair-bearing tissue 
(Matloub et al) 1992;29:491 

versatile metacarpal and reverse metacarpal artery 
flaps in hand surgery (Yousif et al) 1992;29:523 

Flaps, bifid 

use of bifid nasolabial flaps in the reconstruction of 
the nose and columella (Ozkus et al) 1992;29:461 
(Case report) 

Flaps, composite 

composite lateral arm free flap: vascular relationship 
to triceps tendon and muscle (Gosain et al) 1992; 
29:496 

Flaps, dermoglandular 

superior dermoglandular pedicle approach to breast 
reduction (Robbins and Hoffman) 1992;29:211 

Flaps, fasciocutaneous 

bipedicled fasciocutaneous flaps in the lower 
extremity (Hallock) 1992;29:397 

coverage of widely separate defects of the lower 
extremity: application of cluster analysis (Yousif 
et al) 1992;29:512 

dorsal thoracic fasciocutaneous flap salvage of 
the failed transverse rectus abdominis 
musculocutaneous flap (Hallock) 1992;29:257 
(Case report) 

transinterosseous transfer of a peroneal island flap 
for reconstruction of prepatellar skin defect: report 
of two patients (Yoshikata et al) 1992;29:80 (Case 
report) 

Flaps, fat 

reconstruction of facial contour deformity with the 
buccal fat pad flap (Herring) 1992;29:450 (Case 
report) 

Flaps, free 

composite lateral arm free flap: vascular relationship 
to triceps tendon and muscle (Gosain et al) 1992; 
29:496 

epigastric fat transfer: an alternative free flap model 
in the rat (Eppley et al) 1992;29:293 

free thin paraumbilical perforator-based flaps 
(Koshima et al) 1992;29:12 

influence of diabetes on free flap tansfer: I. flap 
survival and microvascular healing (Cooley et al) 
1992;29:58 

influence of diabetes on free flap transfer: II. the 
effect of ischemia on flap survival (Cooley et al) 
1992;29:65 


Subject Index 


medial arm flap (Matloub et al) 1992;29:517 

microsurgical free flap transfer in sickle cell disease 
(Richards et al) 1992;29:278 (Case report) 

utility of the inferior gluteal vessels in free flap 
coverage of sacral wounds (Anthony et al) 1992;29: 
371 (Case report) 

Flaps, island 

free thin paraumbilical perforator-based flaps 
(Koshima et al) 1992;29:12 

reconstruction of the distal foot dorsum with a 
distally based extensor digitorum brevis muscle 
flap (Kurata et al) 1992;29:76 (Case report) 

restoration of the mandible by full-thickness calvarial 
bone flap (Kamiji et al) 1992;29:438 (Case report) 

transinterosseous transfer of a peroneal island flap 
for reconstruction of prepatellar skin defect: report 
of two patients (Yoshikata et al) 1992;29:80 (Case 
report) 

use of an inferiorly based rectus muscle flap in flank 
wound coverage (Bentivegna and Greenberg) 1992; 
29:261 (Case report) 

Flaps, muscle 

functional reconstruction for severe postburn 
microstomia (La Trenta et al) 1992;29:178 (Case 
report) 

heterotopic ossification as a complication of the 
staged total thigh muscles flap in spinal cord 
injury patients (Rubayi et al) 1992;29:41 

massive pharyngocutaneous fistulae: salvage with 
two-layer flap closure (Peat et al) 1992;29:153 (Case 
report) 

reconstruction of the distal foot dorsum with a 
distally based extensor digitorum brevis muscle 
flap (Kurata et al) 1992;29:76 (Case report) 

Flaps, musculocutaneous 

assessment of TRAM flap perfusion using laser 
Doppler flowmetry: an adjunct to microvascular 
augmentation (Hallock and Altobelli) 1992;29:122 

continuous intraarterial infusion of prostaglandin E, 
and heparin to extend and improve the survival of 
pedicled musculocutaneous flaps through unusual 
routes: a clinical preliminary report (Matsuo et al) 
1992;29:314 

dorsal thoracic fasciocutaneous flap salvage of 
the failed transverse rectus abdominis 
musculocutaneous flap (Hallock) 1992;29:257 (Case 
report) 

extended latissimus dorsi musculocutaneous flaps for 
extremely wide cervical skin defects involving the 
cervical esophagus (Koshima et al) 1992;29:149 
(Case report) 

intrathoracic application of the transverse rectus 
abdominis musculocutaneous flap (Hallock) 1992; 
29:357 (Case report) 

laser deepithelialization of the transverse rectus 
abdominis musculocutaneous flap (Hallock and 
Rice) 1992;29:309 

toxic shock syndrome following latissimus dorsi 
musculocutaneous flap breast reconstruction 
(Gosain and Larson) 1992;29:571 (Case report) 

transfer of an inferior rectus abdominis 
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myocutaneous flap following enterostomy 
(Sonderman et al) 1992;29:585 (Case report) 

transverse gracilis musculocutaneous flap (Yousif 
et al) 1992;29:482 

zones of the lower transverse rectus abdominis 
musculocutaneous flap based on laser Dopper 
flowmetry (Hallock) 1992;29:117 

Flaps, pedicle 

bipedicled fasciocutaneous flaps in the lower 
extremity (Hallock) 1992;29:397 

continuous intraarterial infusion of prostaglandin E, 
and heparin to extend and improve the survival of 
pedicled musculocutaneous flaps through unusual 
routes: a clinical preliminary report (Matsuo et al) 
1992;29:314 

superior dermoglandular pedicle approach to breast 
reduction (Robbins and Hoffman) 1992;29:211 

Flaps, rhomboid 

nasolabial rhomboid flap (Lawrence) 1992;29:269 
(Case report) 

Flaps, skin 

effect of occlusion on the survival of an isolated 
dorsal skin flap in the rat (Hammond and 
Brooksher) 1992;29:202 

expanded midline forehead flap for coverage of 
nonnasal facial defect (Denny) 1992;29:576 (Case 
report) 

massive pharyngocutaneous fistulae: salvage with 
two-layer flap closure (Peat et al) 1992;29:153 (Case 
report) 

re: structure and construction: the system of skin 
flaps (Ciarrochi) (Letter); (Kunert) (Reply) 1992;29: 
476 

Flaps, turnover 

distally based turnover flap and preputium plasty for 
distal hypospadias repair: a preliminary report 
(Santanelli) 1992;29:413 

Flap survival; see Graft survival 

Flowmeters 

assessment of TRAM flap perfusion using laser 
Doppler flowmetry: an adjunct to microvascular 
augmentation (Hallock and Altobelli) 1992;29:122 

prediction of nipple viability following reduction 
mammoplasty using laser Doppler flowmetry 
(Hallock) 1992;29:457 (Case report) 

zones of the lower transverse rectus abdominis 
musculocutaneous flap based on laser Dopper 
flowmetry (Hallock) 1992;29:117 

Foot 

reconstruction of the distal foot dorsum with a 
distally based extensor digitorum brevis muscle 
flap (Kurata et al) 1992;29:76 (Case report) 

Forearm 

massive pharyngocutaneous fistulae: salvage with 
two-layer flap closure (Peat et al) 1992;29:153 (Case 
report) 

Forehead 

expanded midline forehead flap for coverage of 
nonnasal facial defect (Denny) 1992;29:576 (Case 
report) 
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Fractures 

midfacial fractures in the pediatric population 
(Thaller and Huang) 1992;29:348 

Fracture table 

nonorthopedic use of the fracture table (Nichter et al) 
1992;29:376 (Short subject) 

Free flaps; see Flaps, free 

Frey’s syndrome; see Sweating, gustatory 


Glomus tumor 

re: bilateral solitary glomus tumors of the hands 
(McClinton) 1992;29:380 (Letter) 

Glucose 

biochemical study on the process of skin graft take 
(Hira and Tajima) 1992;29:47 

Gluteal region; see Buttocks 

Gore-Tex soft tissue patch; see Implants, artificial 

Gracilis muscle 

transverse gracilis musculocutaneous flap (Yousif 
et al) 1992;29:482 

Graft occlusion, vascular 

effect of occlusion on the survival of an isolated 
dorsal skin flap in the rat (Hammond and 
Brooksher) 1992;29:202 

Graft survival 

Aeromonas hydrophila infections following use of 
medicinal leeches in replantation and flap surgery 
(Lineaweaver et al) 1992;29:238 

biochemical study on the process of skin graft take 
(Hira and Tajima) 1992;29:47 

cutaneous vascular anatomy of the thoracic region of 
the dorsum and its role in flap design in the rat 
(Syed et al) 1992;29:420 

dorsal thoracic fasciocutaneous flap salvage of 
the failed transverse rectus abdominis 
musculocutaneous flap (Hallock) 1992;29:257 (Case 
report) 

effect of occlusion on the survival of an isolated 
dorsal skin flap in the rat (Hammond and 
Brooksher) 1992;29:202 

hair removal by a depilatory does not affect survival 
in rodent experimental flaps (Angel et al) 1992;29: 
297 

influence of diabetes on free flap tansfer: I. flap 
survival and microvascular healing (Cooley et al) 
1992;29:58 

influence of diabetes on free flap transfer: II. the 
effect of ischemia on flap survival (Cooley et al) 
1992;29:65 

use of medicinal leeches in the salvage of flaps with 
venous congestion (Dabb et al) 1992;29:250 (Case 
report) 

viability of revascularized calvarial bone graft in a 
pig model (Fukuta et al) 1992;29:136 

Gunshot wounds; see Wounds, gunshot 


Hair 

occipital artery flap for transfer of hair-bearing tissue 
(Matloub et al) 1992;29:491 
removal 
hair removal by a depilatory does not affect 





survival in rodent experimental flaps (Angel 
et al) 1992;29:297 

Hand 

versatile metacarpal and reverse metacarpal artery 
flaps in hand surgery (Yousif et al) 1992;29:523 

Hand injuries 

graded work exposure to promote work return after 
severe hand trauma: a replicated study (Grunert 
et al) 1992;29:532 

psychological adjustment following work-related 
hand injury: 18-month follow-up (Grunert et al) 
1992;29:537 

Hand neoplasms 

re: bilateral solitary glomus tumors of the hands 
(McClinton) 1992;29:380 (Letter) 

Head and neck neoplasms 

re: giant melanoma of the inner thigh: a homeopathic 
life-threatening negligence (Nafs et al) 1992;29:478 
(Letter) 

Hemangioma 

percutaneous photocoagulation of deep vascular 
lesions using a fiberoptic laser wand (Alani and 
Warren) 1992;29:143 

Hemostasis 

nasal tampon packing in rhinoplasty: a simple and 


safe method of hemostasis (Lusthaus et al) 1992;29: 


469 (Short subject) 

Heparin 

continuous intraarterial infusion of prostaglandin E, 
and heparin to extend and improve the survival of 


pedicled musculocutaneous flaps through unusual 
routes: a clinical preliminary report (Matsuo et al) 
1992;29:314 


Heterotopic ossification; see Ossification, heterotopic 

Hip, injuries 

use of an inferiorly based rectus muscle flap in flank 
wound coverage (Bentivegna and Greenberg) 1992; 
29:261 (Case report) 

Histology 

membranous bone lengthening: a serial histological 
study (Karp et al) 1992;29:2 

Homeopathy 

re: giant melanoma of the inner thigh: a homeopathic 
life-threatening negligence (Nafs et al) 1992;29:478 
(Letter) 

Hyperbaric oxygenation 

creating a hyperbaric oxygen treatment unit in a 
major medical center: a personal experience 
(Kindwatl) 1992;29:543 

Hypopharynx 

total reconstruction of the hypopharynx and cervical 
esophagus: a 20-year experience (Carlson et al) 
1992;29:408 

Hypospadias 

distally based turnover flap and preputium plasty for 
distal hypospadias repair: a preliminary report 
(Santanelli) 1992;29:413 

Hysterectomy 

abdominoplasty combined with other intraabdominal 
procedures (Gemperli et al) 1992;29:18 
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Image processing, computer-assisted 

facial video image processing: standard facial image 
capturing, software modification, development of a 
surgical plan, and comparison of presurgical and 
postsurgical results (Mattison) 1992;29:385 

Implants, artificial 

characteristics of prosthetic mesh and autogenous 
fascia in abdominal wall reconstruction after 
prolonged implantation (Matloub et al) 1992;29:508 

of elephants and periprosthetic cancers (Morain) 
1992;29:474 (Editorial) 

massive extravasation of traumatically ruptured 
buttock silicone prosthesis (Ford and Simpson) 
1992;29:86 (Case report) 

misdiagnoses: a timely reminder (Marshall and 
Leggett) 1992;29:444 (Case report) 

polyurethane-covered mammary implants: a 12-year 
experience (Gasperoni et al) 1992;29:303 

power and the breast implant (Morain) 1992;29:187 
(Editorial) 

re: the polyurethane foam covering the Méme breast 
prosthesis: a biomedical breakthrough or a 
biomaterial tar baby? (Santerre et al) (Letter); 
(Guidoin and King) (Reply) 1992;29:477 

reconstruction of the chest wall with e-PTFE 
following major resection (Hyans et al) 1992;29:321 

squamous Cell carcinoma following breast 
augmentation, with invited discussions by Brand 
and Rice (Paletta et al) 1992;29:425 (Case report) 

stereotactic localization for fine needle aspiration 
biopsy in patients with augmentation prostheses 
(Mitnick et al) 1992;29:31 

use of Gore-Tex soft tissue patch to assist temporal 
muscle transfer in the treatment of facial nerve 
palsy (Iwahira and Maruyama) 1992;29:274 (Case 
report) 

Infant 

congenital alveolar adhesions (Itoh et al) 1992;29:89 
(Case report) 

upper extremity aneurysm in infants (Itoh et al) 
1992;29:157 (Case report) 

Infection; see also Bacterial infections 

reconstruction of large infected tibia defects, with 
invited comment by Cierny and Nahai (Vitkus and 
Vitkus) 1992;29:97 

Inferior gluteal region; see Buttocks 

Infiltration needle; see Needle 

Infusion, intraarterial 

continuous intraarterial infusion of prostaglandin E, 
and heparin to extend and improve the survival of 
pedicled musculocutaneous flaps through unusual 
routes: a clinical preliminary report (Matsuo et al) 
1992;29:314 

International transportation 

practical guide to international leech transportation 
(Stephanides et al) 1992;29:282 (Short subject) 

Ischemia 

influence of diabetes on free flap transfer: II. the 
effect of ischemia on flap survival (Cooley et al) 
1992;29:65 

Island flaps; see Flaps, island 
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Laser Doppler flowmetry; see Flowmeters 

Laser surgery 

laser deepithelialization of the transverse rectus 
abdominis musculocutaneous flap (Hallock and 
Rice) 1992;29:309 

percutaneous photocoagulation of deep vascular 
lesions using a fiberoptic laser wand (Alani and 
Warren) 1992;29:143 

treatment of superficial cutaneous pigmented lesions 
by melanin-specific selective photothermolysis 
using the Q-switched ruby laser (Nelson and 
Applebaum) 1992;29:231 

use of a contained breathing apparatus to isolate the 
operator and assistant for aerosolizing procedures 
including dermabrasion and laser surgery (Weber 
and Wulc) 1992;29:182 (Short subject) 

Latissimus dorsi muscle 

extended latissimus dorsi musculocutaneous flaps for 
extremely wide cervical skin defects involving the 
cervical esophagus (Koshima et al) 1992;29:149 
(Case report) 

toxic shock syndrome following latissimus dorsi 
musculocutaneous flap breast reconstruction 
(Gosain and Larson) 1992;29:571 (Case report) 

Leeches 

Aeromonas hydrophila infections following use of 
medicinal leeches in replantation and flap surgery 
(Lineaweaver et al) 1992;29:238 

postprandial Aeromonas hydrophila cultures and 
antibiotic levels of enteric aspirates from medicinal 
leeches applied to patients receiving antibiotics 
(Lineaweaver et al) 1992;29:245 

practical guide to international leech transportation 
(Stephanides et al) 1992;29:282 (Short subject) 

use of medicinal leeches in the salvage of flaps with 
venous congestion (Dabb et al) 1992;29:250 (Case 
report) 

Leg 

bipedicled fasciocutaneous flaps in the lower 
extremity (Hallock) 1992;29:397 

clinical application of the adipofascial turnover flap 
in the leg and ankle (Lai et al) 1992;29:70 (Case 
report) 

coverage of widely separate defects of the lower 
extremity: application of cluster analysis (Yousif 
et al) 1992;29:512 

tissue expansion in the extremities using external 
reservoirs, with invited comment by Van Beek 
(Meland et al) 1992;29:36 
ulcers 
electrical nerve stimulation improves healing of 

diabetic ulcers (Lundeberg et al) 1992;29:328 

Letters 

re: a new infiltration needle for rapid local anesthesia 
in retromammary breast augmentation (Baeke) 
(Letter); (Brandy) (Reply) 1992;29:380 

re: another good man—gone (McKinney) 1992;29:285 

re: antiseptic effectiveness with fibroblast 
preservation (Lineaweaver) (Letter); (McKenna) 
(Reply) 1992;29:190 
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re: bilateral solitary glomus tumors of the hands 
(McClinton) 1992;29:380 

re: breast reconstruction with tissue expanders: 
obtaining an optimal result (Jackson) (Letter); 
(Woods) (Reply) 1992;29:285 

re: facial soft-tissue trauma secondary to automobile 
air bag injury (Cocke) 1992;29:285 

re: giant melanoma of the inner thigh: a homeopathic 
life-threatening negligence (Nafs et al) 1992;29:478 

re: the polyurethane foam covering the Méme breast 
prosthesis: a biomedical breakthrough or a 
biomaterial tar baby? (Santerre et al) (Letter); 
(Guidoin and King) (Reply) 1992;29:477 

re: recertification (Hallock) 1992;29:189 

re: structure and construction: the system of skin 
flaps (Ciarrochi) (Letter); (Kunert) (Reply) 1992;29: 
476 

re: subdermal liposuction to enhance skin 
contraction: a preliminary report (Burkhardt) 1992; 
29:381 

re: two devastating complications of carpal tunnel 
surgery (Ashbell) 1992;29:380 

Levator alae muscle 

improving the acute nasolabial angle and medial 
nasolabial fold by levator alae muscle resection 
(Pessa) 1992;29:23 

Light coagulation 

percutaneous photocoagulation of deep vascular 
lesions using a fiberoptic laser wand (Alani and 
Warren) 1992;29:143 

Lipectomy 

abdominoplasty combined with other intraabdominal 
procedures (Gemperli et al) 1992;29:18 

re: subdermal liposuction to enhance skin 
contraction: a preliminary report (Burkhardt) 1992; 
29:381 (Letter) 

Liposuction; see Lipectomy 

Local anesthesia; see Anesthesia, local 

Lower extremity; see Leg 


Malpractice 

re: two devastating complications of carpal tunnel 
surgery (Ashbell) 1992;29:380 (Letter) 

Mammaplasty 

adipofascial (anterior rectus sheath) flaps for breast 
reconstruction (Sakai et al) 1992;29:173 (Case 
report) 

polyurethane-covered mammary implants: a 12-year 
experience (Gasperoni et al) 1992;29:303 

power and the breast implant (Morain) 1992;29:187 
(Editorial) 

prediction of nipple viability following reduction 
mammoplasty using laser Doppler flowmetry 
(Hallock) 1992;29:457 (Case report) 

re: a new infiltration needle for rapid local anesthesia 
in retromammary breast augmentation (Baeke) 
(Letter); (Brandy) (Reply) 1992;29:380 

re: breast reconstruction with tissue expanders: 
obtaining an optimal result (Jackson) (Letter); 
(Woods) (Reply) 1992;29:285 

re: the polyurethane foam covering the Méme breast 





prosthesis: a biomedical breakthrough or a 
biomaterial tar baby? (Santerre et al) (Letter); 
(Guidoin and King) (Reply) 1992;29:477 

squamous Cell carcinoma following breast 
augmentation, with invited discussions by Brand 
and Rice (Paletta et al) 1992;29:425 (Case report) 

stereotactic localization for fine needle aspiration 
biopsy in patients with augmentation prostheses 
(Mitnick et al) 1992;29:31 

superior dermoglandular pedicle approach to breast 
reduction (Robbins and Hoffman) 1992;29:211 

toxic shock syndrome following latissimus dorsi 
musculocutaneous flap breast reconstruction 
(Gosain and Larson) 1992;29:571 (Case report) 

Mandible 

costs and complications in mandibular 
reconstruction (Kroll et al) 1992;29:341 

lower facial recontouring in craniofacial asymmetry 
(Eppley et al) 1992;29:464 (Case report) 

membranous bone lengthening: a serial histological 
study (Karp et al) 1992;29:2 

restoration of the mandible by full-thickness calvarial 
bone flap (Kamiji et al) 1992;29:438 (Case report) 

Mandibular fracture 

computed tomography versus standard radiography 
in the assessment of fractures of the mandible 
(Creasman et al) 1992;29:109 

Masseter muscle 

lower facial recontouring in craniofacial asymmetry 
(Eppley et al) 1992;29:464 (Case report) 

Median nerve 

re: two devastating complications of carpal tunnel 
surgery (Ashbell) 1992;29:380 (Letter) 

Medical College of Wisconsin 

guest editor’s introduction to the Medical College of 
Wisconsin issue (Larson) 1992;29:481 

Medicinal leeches; see Leeches 

Melanins 

treatment of superficial cutaneous pigmented lesions 
by melanin-specific selective photothermolysis 
using the Q-switched ruby laser (Nelson and 
Applebaum) 1992;29:231 

Melanoma 

mucosal malignant melanoma of the paranasal 
sinuses (Joughin et al) 1992;29:353 (Case report) 

re: giant melanoma of the inner thigh: a homeopathic 
life-threatening negligence (Nafs et al) 1992;29:478 
(Letter) 

Méme breast prosthesis; see Implants, artificial 

Mesh; see Surgical mesh 

Mesoderm 

benign mesodermal tumors producing nasal 
deformity (Placik et al) 1992;29:446 (Case report) 

Message from incoming editor 

about face (Morain) 1992;29:1 

Metacarpal arteries 

versatile metacarpal and reverse metacarpal artery 
flaps in hand surgery (Yousif et al) 1992;29:523 

Microstomia 

functional reconstruction for severe postburn 
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microstomia (La Trenta et al) 1992;29:178 (Case 
report) 

Microsurgery 

microsurgical free flap transfer in sickle cell disease 
(Richards et al) 1992;29:278 (Case report) 

Microvascular healing; see Wound healing 

Midfacial fractures 

midfacial fractures in the pediatric population 
(Thaller and Huang) 1992;29:348 

Misdiagnosis; see Diagnostic errors 

Models, animal; see Disease models, animal 

Muscle flaps; see Flaps, muscle 

Muscle transplantation 

use of Gore-Tex soft tissue patch to assist temporal 
muscle transfer in the treatment of facial nerve 
palsy (Iwahira and Maruyama) 1992;29:274 (Case 
report) 

Musculocutaneous flaps; see Flaps, 
musculocutaneous 

Myocutaneous flaps; see Flaps, musculocutaneous 


Nasal mucosa 

mucosal malignant melanoma of the paranasal 
sinuses (Joughin et al) 1992;29:353 (Case report) 

Nasal packing 

nasal tampon packing in rhinoplasty: a simple and 
safe method of hemostasis (Lusthaus et al) 1992;29: 
469 (Short subject) 

Nasolabial angle /fold 

improving the acute nasolabial angle and medial 
nasolabial fold by levator alae muscle resection 
(Pessa) 1992;29:23 

nasolabial rhomboid flap (Lawrence) 1992;29:269 
(Case report) 

use of bifid nasolabial flaps in the reconstruction of 
the nose and columella (Ozkus et al) 1992;29:461 
(Case report) 

Needle 

re: a new infiltration needle for rapid local anesthesia 
in retromammary breast augmentation (Baeke) 
(Letter); (Brandy) (Reply) 1992;29:380 
aspiration; see Biopsy, needle 

Neoplasms 

of elephants and periprosthetic cancers (Morain) 
1992;29:474 (Editorial) 
nasal 
benign mesodermal tumors producing nasal 

deformity (Placik et al) 1992;29:446 (Case report) 
mucosal malignant melanoma of the paranasal 
sinuses (Joughin et al) 1992;29:353 (Case report) 

neck; see Head and neck neoplasms 

Nevus 

expanded midline forehead flap for coverage of 
nonnasal facial defect (Denny) 1992;29:576 (Case 
report) 

tissue expansion in a patient with extensive nevus 
comedonicus (Marcus et al) 1992;29:362 (Case 
report) 

Nipple 

prediction of nipple viability following reduction 
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mammoplasty using laser Doppler flowmetry 
(Hallock) 1992;29:457 (Case report) 

Nose 
deformities, acquired 
benign mesodermal tumors producing nasal 

deformity (Placik et al) 1992;29:446 (Case report) 

universal nose of early childhood: nature’s aid in 
understanding the supratip deformity and its 
correction, with invited comment by Peck 
(Labrakis) 1992;29:55 

use of bifid nasolabial flaps in the reconstruction of 
the nose and columella (Ozkus et al) 1992;29:461 
(Case report) 


Occipital artery 

occipital artery flap for transfer of hair-bearing tissue 
(Matloub et al) 1992;29:491 

Occlusal splint; see Splints 

Occlusion, graft; see Graft occlusion, vascular 

Oscillating drill 

biomechanical efficacy of an oscillating K-wire driver 
(Nichter et al) 1992;29:289 

Ossification, heterotopic 

heterotopic ossification as a complication of the 
staged total thigh muscles flap in spina! cord 
injury patients (Rubayi et al) 1992;29:41 

Osteomyelitis 

reconstruction of large infected tibia defects, with 
invited comment by Cierny and Nahai (Vitkus and 
Vitkus) 1992;29:97 

Osteotomy 


modified occlusal splint to avoid tracheotomy for 
total midface osteotomies (Posnick et al) 1992;29: 
223 


Paranasal sinus neoplasms 

mucosal malignant melanoma of the paranasal 
sinuses (Joughin et al) 1992;29:353 (Case report) 

Paraumbilical region 

free thin paraumbilical perforator-based flaps 
(Koshima et al) 1992;29:12 

Parotid gland 

Frey’s syndrome: prevention with conservative 
parotidectomy and superficial musculoaponeurotic 
system preservation (Yu and Hamilton) 1992;29: 
217 

Patella 

transinterosseous transfer of a peroneal island flap 
for reconstruction of prepatellar skin defect: report 
of two patients (Yoshikata et al) 1992;29:80 (Case 
report) 

Pedicle flaps; see Flaps, pedicle 

Penicillamine 

penicillamine-induced pseudoxanthoma elasticum- 
like skin changes requiring rhytidectomy (Narron 
et al) 1992;29:367 (Case report) 

Penis 

penile replantation after self-inflicted amputation 
(Sanger et al) 1992;29:579 (Case report) 

simple splinting device for skin grafts of the penis 
(Lippin et al) 1992;29:185 (Short subject) 
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Perfusion, regional 

assessment of TRAM flap perfusion using laser 
Doppler flowmetry: an adjunct to microvascular 
augmentation (Hallock and Altobelli) 1992;29:122 

Peroneal nerve 

transinterosseous transfer of a peroneal island flap 
for reconstruction of prepatellar skin defect: report 
of two patients (Yoshikata et al) 1992;29:80 (Case 
report) 

Phalen’s test 

verification of the pressure provocative test in carpal 
tunnel syndrome (Williams et al) 1992;29:8 

Pharyngocutaneous fistula 

massive pharyngocutaneous fistulae: salvage with 
two-layer flap closure (Peat et al) 1992;29:153 (Case 
report) 

Philtral fistula; see Fistula 

Photocoagulation; see Light coagulation 

Phototherapy 

treatment of superficial cutaneous pigmented lesions 
by melanin-specific selective photothermolysis 
using the Q-switched ruby laser (Nelson and 
Applebaum) 1992;29:231 

Physician—patient relations 

on not putting out the sacred fires (Constantian) 
1992;29:378 (Editorial) 

Pigmentation disorders 

treatment of superficial cutaneous pigmented lesions 
by melanin-specific selective photothermolysis 
using the Q-switched ruby laser (Nelson and 
Applebaum) 1992;29:231 

Platelet-derived growth factor 

recombinant human platelet-derived growth factor- 
BB for the treatment of chronic pressure ulcers 
(Robson et al) 1992;29:193 

Polytetrafluoroethylene 

reconstruction of the chest wall with e-PTFE 
following major resection (Hyans et al) 1992;29:321 

Polyurethane 

polyurethane-covered mammary implants: a 12-year 
experience (Gasperoni et al) 1992;29:303 

re: the polyurethane foam covering the Méme breast 
prosthesis: a biomedical breakthrough or a 
biomaterial tar baby? (Santerre et al) (Letter); 
(Guidoin and King) (Reply) 1992;29:477 

Positioning of patient 

nonorthopedic use of the fracture table (Nichter et al) 
1992;29:376 (Short subject) 

Postauricular coronal incision 

advantages of the postauricular coronal incision 
(Posnick et al) 1992;29:114 

Post-traumatic stress disorders; see Stress disorders, 
post-traumatic 

Prepatellar skin defect 

transinterosseous transfer of a peroneal island flap 
for reconstruction of prepatellar skin defect: report 
of two patients (Yoshikata et al) 1992;29:80 (Case 
report) 

Preputium plasty 

distally based turnover flap and preputium plasty for 





distal hypospadias repair: a preliminary report 
(Santanelli) 1992;29:413 

Pressure provocative test 

verification of the pressure provocative test in carpal 
tunnel syndrome (Williams et al) 1992;29:8 

Pressure ulcer; see Decubitus ulcer 

Prosthesis failure 

massive extravasation of traumatically ruptured 
buttock silicone prosthesis (Ford and Simpson) 
1992;29:86 (Case report) 

re: the polyurethane foam covering the Méme breast 
prosthesis: a biomedical breakthrough or a 
biomaterial tar baby? (Santerre et al) (Letter); 
(Guidoin and King) (Reply) 1992;29:477 

stereotactic localization for fine needle aspiration 
biopsy in patients with augmentation prostheses 
(Mitnick et al) 1992;29:31 

Prosthetic mesh; see Surgical mesh 

Pseudoxanthoma elasticum 

penicillamine-induced pseudoxanthoma elasticum- 
like skin changes requiring rhytidectomy (Narron 
et al) 1992;29:367 (Case report) 

Psychology 

psychological adjustment following work-related 
hand injury: 18-month follow-up (Grunert et al) 
1992;29:537 


Q-switched ruby laser surgery; see Laser surgery 


Racial differences 

universal nose of early childhood: nature’s aid in 
understanding the supratip deformity and its 
correction, with invited comment by Peck 
(Labrakis) 1992;29:55 

Radial artery 

true aneurysm of a collateral branch of a proper 
digital artery (Trabulsy and Leitner) 1992;29:161 
(Case report) 

Radiography 

computed tomography versus standard radiography 
in the assessment of fractures of the mandible 
(Creasman et al) 1992;29:109 

Recertification 

re: recertification (Hallock) 1992;29:189 (Letter) 

Rectus abdominis muscle 

free thin paraumbilical perforator-based flaps 
(Koshima et al) 1992;29:12 

transfer of an inferior rectus abdominis 
myocutaneous flap following enterostomy 
(Sonderman et al) 1992;29:585 (Case report) 

use of an inferiorly based rectus muscle flap in flank 
wound coverage (Bentivegna and Greenberg) 1992; 
29:261 (Case report) 

Reduction mammoplasty; see Mammaplasty 

Replantation 

Aeromonas hydrophila infections following use of 
medicinal leeches in replantation and flap surgery 
(Lineaweaver et al) 1992;29:238 

penile replantation after self-inflicted amputation 
(Sanger et al) 1992;29:579 (Case report) 

Retromammary breast augmentation; see 
Mammaplasty 
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Reviewers 

list of reviewers 1992;29:384 

Rhinoplasty 

chondromucosal sleeve for the secondary correction 
of the unilateral cleft lip nasal deformity 
(Kirschbaum and Kirschbaum) 1992;29:402 

nasal tampon packing in rhinoplasty: a simple and 
safe method of hemostasis (Lusthaus et al) 1992;29: 
469 (Short subject) 

Rhomboid flaps; see Flaps, rhomboid 

Rhytidoplasty 

penicillamine-induced pseudoxanthoma elasticum- 
like skin changes requiring rhytidectomy (Narron 
et al) 1992;29:367 (Case report) 

secondary rhytidoplasty (Cardoso de Castro and 
Bragaj 1992;29:128 

Ruby laser surgery; see Laser surgery 


Sacrococcygeal region 

utility of the inferior gluteal vessels in free flap 
coverage of sacral wounds (Anthony et al) 1992;29: 
371 (Case report) 

Scapula 

pedicle scapular apophysis transplantation in 
congenital limb malformations (Teot et al) 1992;29: 
332 

Self mutilation 

penile replantation after self-inflicted amputation 
(Sanger et al) 1992;29:579 (Case report) 

self-inflicted midline facial gunshot wounds: the case 
for a combined craniofacial and microvascular 
team approach (Denny et al) 1992;29:564 (Case 
report) 

Sensation 

tissue expansion of sensate skin for pressure sores 
(Neves et al) 1992;29:433 (Case report) 

Shock, septic 

toxic shock syndrome following latissimus dorsi 
musculocutaneous flap breast reconstruction 
(Gosain and Larson) 1992;29:571 (Case report) 

Short subjects 

nasal tampon packing in rhinoplasty: a simple and 
safe method of hemostasis (Lusthaus et al) 1992;29: 
469 

nonorthopedic use of the fracture table (Nichter et al) 
1992;29:376 

practical guide to international leech transportation 
(Stephanides et al) 1992;29:282 

simple splinting device for skin grafts of the penis 
(Lippin et al) 1992;29:185 

use of a contained breathing apparatus to isolate the 
operator and assistant for aerosolizing procedures 
including dermabrasion and laser surgery (Weber 
and Wulc) 1992;29:182 

vector-running subcuticular sutures in high-tension 
and high-mobility areas (Weber and Wulc) 1992;29: 
471 

Shoulder 

long-term follow-up on the use of soft-tissue 
expansion for shoulder reconstruction (Mackinnon 
and Patterson) 1992;29:170 (Case report) 
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Sickle cell disease; see Anemia, sickle cell 

Silicone 

massive extravasation of traumatically ruptured 
buttock silicone prosthesis (Ford and Simpson) 
1992;29:86 (Case report) 

Skin 

re: subdermal liposuction to enhance skin 
contraction: a preliminary report (Burkhardt) 1992; 
29:381 (Letter) 

Skin abnormalities 

extended latissimus dorsi musculocutaneous flaps for 
extremely wide cervical skin defects involving the 
cervical esophagus (Koshima et al) 1992;29:149 
(Case report) 

Skin flaps; see Flaps, skin 

Skin transplantation 

biochemical study on the process of skin graft take 
(Hira and Tajima) 1992;29:47 

effect of occlusion on the survival of an isolated 
dorsal skin flap in the rat (Hammond and 
Brooksher) 1992;29:202 

medial arm flap (Matloub et al) 1992;29:517 

re: structure and construction: the system of skin 
flaps (Ciarrochi) (Letter); (Kunert) (Reply) 1992;29: 
476 

simple splinting device for skin grafts of the penis 
(Lippin et al) 1992;29:185 (Short subject) 

soft-tissue reconstruction of the face: a comparison of 
dermal-fat grafting and vascularized tissue transfer 
(Mordick et al) 1992;29:390 

Skull 

restoration of the mandible by full-thickness calvarial 
bone flap (Kamiji et al) 1992;29:438 (Case report) 

viability of revascularized calvarial bone graft in a 
pig model (Fukuta et al) 1992;29:136 

Soft tissue expansion; see Tissue expansion 

Software 

facial video image processing: standard facial image 
capturing, software modification, development of a 
surgical plan, and comparison of presurgical and 
postsurgical results (Mattison) 1992;29:385 

Spinal cord injuries 

heterotopic ossification as a complication of the 
staged total thigh muscles flap in spinal cord 
injury patients (Rubayi et al) 1992;29:41 

Splints 

modified occlusal splint to avoid tracheotomy for 
total midface osteotomies (Posnick et al) 1992;29: 
223 

simple splinting device for skin grafts of the penis 
(Lippin et al) 1992;29:185 (Short subject) 

Squamous cell carcinoma; see Carcinoma, squamous 
cell 

Stereotaxic techniques 

stereotactic localization for fine needle aspiration 
biopsy in patients with augmentation prostheses 
(Mitnick et al) 1992;29:31 

Sterilization, tubal 

abdominoplasty combined with other intraabdominal 
procedures (Gemperli et al) 1992;29:18 
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Stress disorders, post-traumatic 

graded work exposure to promote work return after 
severe hand trauma: a replicated study (Grunert 
et al) 1992;29:532 

psychological adjustment following work-related 
hand injury: 18-month follow-up (Grunert et al) 
1992;29:537 

Superficial musculoaponeurotic system preservation 

Frey’s syndrome: prevention with conservative 
parotidectomy and superficial musculoaponeurotic 
system preservation (Yu and Hamilton) 1992;29: 
217 

Supratip deformity 

universal nose of early childhood: nature’s aid in 
understanding the supratip deformity and its 
correction, with invited comment by Peck 
(Labrakis) 1992;29:55 

Surgical approaches 

advantages of the postauricular coronal incision 
(Posnick et al) 1992;29:114 

Surgical mesh 

characteristics of prosthetic mesh and autogenous 
fascia in abdominal wall reconstruction after 
prolonged implantation (Matloub et al) 1992;29:508 

Sutures 

vector-running subcuticular sutures in high-tension 
and high-mobility areas (Weber and Wulc) 1992;29: 
471 (Short subject) 

Sweating, gustatory 

Frey’s syndrome: prevention with conservative 
parotidectomy and superficial musculoaponeurotic 
system preservation (Yu and Hamilton) 1992;29: 
217 


Tampons 

nasal tampon packing in rhinoplasty: a simple and 
safe method of hemostasis (Lusthaus et al) 1992;29: 
469 (Short subject) 

Temporal muscle 

functional reconstruction for severe postburn 
microstomia (La Trenta et al) 1992;29:178 (Case 
report) 

use of Gore-Tex soft tissue patch to assist temporal 
muscle transfer in the treatment of facial nerve 
palsy (Iwahira and Maruyama) 1992;29:274 (Case 
report) 

Temporomandibular joint 

eminectomy for the treatment of chronic subluxation 
and recurrent dislocation of the 
temporomandibular joint and a new method of 
patient evaluation (Sens6z et al) 1992;29:299 

Thigh 

heterotopic ossification as a complication of the 
staged total thigh muscles flap in spinal cord 
injury patients (Rubayi et al) 1992;29:41 

re: giant melanoma of the inner thigh: a homeopathic 
life-threatening negligence (Nafs et al) 1992;29:478 
(Letter) 

Thorax 

cutaneous vascular anatomy of the thoracic region of 





the dorsum and its role in flap design in the rat 
(Syed et al) 1992;29:420 

intrathoracic application of the transverse rectus 
abdominis musculocutaneous flap (Hallock) 1992; 
29:357 (Case report) 

reconstruction of the chest wall with e-PTFE 
following major resection (Hyans et al) 1992;29:321 

Thrombolytic therapy 

venous thrombosis technique for experimental 
thrombolytic therapy (Eppley et al) 1992;29:417 

Thrombophlebitis 

venous thrombosis technique for experimental 
thrombolytic therapy (Eppley et al) 1992;29:417 

Tibia 

reconstruction of large infected tibia defects, with 
invited comment by Cierny and Nahai (Vitkus and 
Vitkus) 1992;29:97 

Tinel’s sign 

verification of the pressure provocative test in carpal 
tunnel syndrome (Williams et al) 1992;29:8 

Tire explosion; see Explosions 

Tissue expansion 

cleft lip repair by soft-tissue expansion (Sagehashi) 
1992;29:164 (Case report) 

long-term follow-up on the use of soft-tissue 
expansion for shoulder reconstruction (Mackinnon 
and Patterson) 1992;29:170 (Case report) 

re: breast reconstruction with tissue expanders: 
obtaining an optimal result (Jackson) (Letter); 
(Woods) (Reply) 1992;29:285 

tissue expansion in a patient with extensive nevus 
comedonicus (Marcus et al) 1992;29:362 (Case 
report) 

tissue expansion in the extremities using external 
reservoirs, with invited comment by Van Beek 
(Meland et al) 1992;29:36 

tissue expansion of sensate skin for pressure sores 
(Neves et al) 1992;29:433 (Case report) 

Tomography, computed; see Computed tomography 

Toxic shock syndrome; see Shock, septic 

Tracheotomy 

modified occlusal splint to avoid tracheotomy for 
total midface osteotomies (Posnick et al) 1992;29: 
223 

Tradition 

on not putting out the sacred fires (Constantian) 
1992;29:378 (Editorial) 

Transportation 

practical guide to international leech transportation 
(Stephanides et al) 1992;29:282 (Short subject) 

Transverse rectus abdominis muscle (TRAM) 

assessment of TRAM flap perfusion using laser 
Doppler flowmetry: an adjunct to microvascular 
augmentation (Hallock and Altobelli) 1992;29:122 

dorsal thoracic fasciocutaneous flap salvage of 
the failed transverse rectus abdominis 
musculocutaneous flap (Hallock) 1992;29:257 
(Case report) 

intrathoracic application of the transverse rectus 
abdominis musculocutaneous flap (Hallock) 1992; 
29:357 (Case report) 
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laser deepithelialization of the transverse rectus 
abdominis musculocutaneous flap (Hallock and 
Rice) 1992;29:309 

zones of the lower transverse rectus abdominis 
musculocutaneous flap based on laser Dopper 
flowmetry (Hallock) 1992;29:117 

Triceps 

composite lateral arm free flap: vascular relationship 
to triceps tendon and muscle (Gosain et al) 1992; 
29:496 

Tubal ligation; see Sterilization, tubal 


Ulcer 

electrical nerve stimulation improves healing of 
diabetic ulcers (Lundeberg et al) 1992;29:328 

Ultrasonography 

eminectomy for the treatment of chronic subluxation 
and recurrent dislocation of the temporomandib- 
ular joint and a new method of patient evaluation 
(Sens6z et al) 1992;29:299 

Umbilicus 

umbilical endometriosis (Igawa et al) 1992;29:266 
(Case report) 

Universities 

re: another good man—gone (McKinney) 1992;29:285 
(Letter) 

Upper extremity; see Arm 

Urinary incontinence 

abdominoplasty following colostomy (Widgerow) 
1992;29:454 (Case report) 

Urogenital system 

distally based turnover flap and preputium plasty for 
distal hypospadias repair: a preliminary report 
(Santanelli) 1992;29:413 


Vascular anatomy; see Blood vessels, anatomy 

Vascularized tissue transfer; see Blood vessels, 
transplantation 

Vascular lesions 

percutaneous photocoagulation of deep vascular 
lesions using a fiberoptic laser wand (Alani and 
Warren) 1992;29:143 

Vector-running subcuticular sutures 

vector-running subcuticular sutures in high-tension 
and high-mobility areas (Weber and Wulc) 1992;29: 
471 (Short subject) 

Veins 

use of medicinal leeches in the salvage of flaps with 
venous congestion (Dabb et al) 1992;29:250 (Case 
report) 

Venous congestion; see Veins 

Venous thrombosis; see Thrombophlebitis 

Video imaging 

facial video image processing: standard facial image 
capturing, software modification, development of a 
surgical plan, and comparison of presurgical and 
postsurgical results (Mattison) 1992;29:385 
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Work 

graded work exposure to promote work return after 
severe hand trauma: a replicated study (Grunert 
et al) 1992;29:532 

psychological adjustment following work-related 
hand injury: 18-month follow-up (Grunert et al) 
1992;29:537 

Wound healing 

electrical nerve stimulation improves healing of 
diabetic ulcers (Lundeberg et al) 1992;29:328 


influence of diabetes on free flap tansfer: I. flap 
survival and microvascular healing (Cooley et al) 
1992;29:58 

recombinant human platelet-derived growth factor- 
BB for the treatment of chronic pressure ulcers 
(Robson et al) 1992;29:193 

Wounds, gunshot 

self-inflicted midline facial gunshot wounds: the case 
for a combined craniofacial and microvascular team 
approach (Denny et al) 1992;29:564 (Case report) 








